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The  difference  between this arid 1)0093 would
some original  hydrogen had been removed by chlorine, but the
is very small.
I shall best fulfil my intention if I refrain from attempting to sum up flit-
whole of the evidence. So far as my own work Is concerned, the natural
inference from it would be that the free hydrogen in country air does not
exceed ^QQQ of the volume. If I may make a suggestion, it would be in
favour of working with some such "quantity as 10 litres, collected in glass
bottles, and of comparisons between fresh air and air already passed once or
twice through the fiirnace-tube.